Cables for the HP f2304 High 
Definition 23" LCD Monitor 

The DVI-I to VGA cable mentioned in the HP f2304 
High Definition 23" LCD Monitor User's Guide is not 
included with your monitor. 

For digital video mode use the DVI-D to DVI-D signal 
cable connected to the DVI-I connector. For analog 
operation use the VGA cable connected to the VGA 
connector. 

Cables pour le moniteur 23" 
LCD haute definition HP f2304 

Le cable adaptateur DVI-I vers VGA mentionne dans 
le manuel de Putilisateur du moniteur 23" LCD haute 
definition HP f2304 n'est pas fourni avec votre 
moniteur. 

Pour le mode video numerique, utilisez le cable 
d'interface DVI-D vers DVI-D branche au connecteur 
DVI-I. Pour une utilisation en mode analogique, utilisez 
le cable VGA branche au connecteur VGA. 


— Lea esto — 


Cables para el Monitor LCD 
HP f2304 de 23" (58,42 cm 
[58.42 cm]) de alta definicion 

El cable DVI-I a VGA mencionado en la Gufa del 
Usuario del Monitor LCD HP f2304 de 23" (58,42 cm 
[58.42 cm]) de alta definicion no se incluye con su 
monitor. 

Para el modo de video digital use el cable de 
DVI-D a serial DVI-D conectado al conector DVI-I. Para 
operaciones analogicas use el cable VGA conectado 
al conector VGA. 
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